BILL NO. S-71-08- 03 


SPECIAL ORDINANCE NO. S 7/ 


AN ORDINANCE, approving, contract with WESTINGHOUSE 
ELECTRIC SUPPLY COMPANY for Triplexed Service 
Drop Wire for the Light Construction Department. 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE. , 
INDIANA : 

SECTION 1. A certain contract approved August 3 , 1971, 
between the City of Fort Wayne, by and through its Mayor and the. 
Board of Public Works, and WESTINGHOUSE ELECTRIC SUPPLY COMPANY, 
for : 


100,000. feet of Triplexed Service Drop Wire, 

for the Light Construction Department, 


for a total cost of $7,917.00,. all as more particularly set forth: 
on CITY UTILITIES PURCHASE ORDER NO. 2536, which is by reference 
incorporated herein and made part hereof, is hereby in all things 
ratified, confirmed and approved. 

SECTION 2. This Ordinance shall be in full force and effect 
irom and after its. passage and approval by the Mayor. 




Read the first time in full and on motion by 




seconded by 




T 


to the (Committee on) 


and duly adopted, read the second time by title and referred 

CJ t./ / -. -•■m'.'xTi'- .» (and to- - the- -City-Plan 


-G o tim-i-s-si on- -for -r ec ommenda t ion ) 


-frciX 


"Pub'l i c “He"a'rxng~ t.o be held “ af ter due - legal, no tice . 


: ST^ei^y-Ha-Jri-T^OT t _J W'aynB-r“l‘ndl anaT“0 rr 


the_ 


Date: - / 6 • 7 i 


-day - Of - 


'19' 


, at 






Read the third time in full and on motion by 


City Clerk 




seconded by 

Passed (LOST) by the following vote: 
AYES 7 , NAYS O , 


Adams 
Dunifon 
Fay 
Geake 
Nuckols 
Robinson 

Rousseau 

Steigerwald u 
Tipton ^ 


and duly adopted, placed on its passage- 


ABSTAINED 


ABSENT 


to -wit: 




i/ 




Date 


£_ ' tii - 7/ 


City Clerk 


Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as^ 
<-ZoTrirng-Map)-(-Gener-alH Annexation) (Special) (App-r-opr-tat ion) Ordinance (Ro-sefr^onl Vo.-T-X^J i _/£ 


on the R <f day of 

ATTEST: (SEAL). 


, 19 



City Clerk 



t*b 


Presented by me to the Mayor of the City of Fort Wayne, Indiana, on- the day 



S-71-08-03 


j 

Bill No. 

REPORT OF THE COMMITTEE ON CITY UTILITIES 

We 3 your Committee on City Utilities to whom was referred an Ordinance 

approving 

- ^.exyice.-Dr_c^)„j^r^fp;iiJihs.JJ^ 


1 

i 

have had said Ordinance under consideration and beg leave to report back to the Common 
Council that said Ordinance ______________ PASS. 

JACK K . DTTWTFON . Chairman 

WILLIAM K. PEAKE. Jline ^Chairman 

THOMAS 0. AD AMS _____ 

JIMU fflGXQLS - - 

HEHHHHT C. TTP TOT\T . _ 

CONCURRED IN 

pAj p 7/ FUAD G. BONAHOOM, CITY CLERK 




